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S-y D4944-1 GASKET 


A NOTES: 
/[X 1) PURCHASE MATERIAL: RED HI-TEMPERATURE CLOSED CELL SILICONE FOAM 
^ 
TEXTURED BOTH SIDES, 20 DUROMETER, 0.125" THICK 
REF DART SPEC M-SIL20-S.125 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.07 lbs 
8) TRIM TO FIT ON INSTALL 
9) ALL NON DIMENSIONED FEATURES PER DRAWING FILE "D4944-1-REVD.DXF" 
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REVISE NOTE 1 TO ADD DART SPEC. & ADDED SIDE 
VIEW; REF. CAR18-255 
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C 
PART SPLIT AND TRIMMED TO ALLOW WATER DRAINAGE 
WHEN INSTALLED. 
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